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ml®crotraoi^o—' 8,500 cu/ 1 . odI. cmajcoil njociuosl 
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6 >S 6 ITg (3 (Ba£lOO« 5 K 5 lflG>a 3 (Ulei-' 1,500 + (UOO ' 75 

6 )S 6 nec 8 Sncooo ojlraSceojcm rare ai ora ocn oil era rail cmjo 
avacoxnjo—5-2-2015, 11 asrrilcnfflo. 

6 )S 6 rec 3 Gonooo orujloBjffllcesijcnr) rareaicruoai raitorailcmjo 
cruaicQiajjo—5-2-2015, 3 ffl 6 ro 1 ajffl«. 

6 )SSTTe (3 ®ijo<ss)2CinD rail <r» rail ooijo cruiacraajjo—5-2-2015, 

4 2)6m1. 
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cn)o6Tij(rujl^| ojjdisni rareaflcft>offlo cru^LrnsreloDocDjlffllcSffljo. 


No. B-978/2014/THQHP. 15th January 2015. 

Sealed competitive tenders are invited from 
Authorized firms for the Installation of a Solid Waste 
Burner of 150 kg./hr. to Taluk Head Quarters Hospital, 
Pampady observing relevant rules subject to the following 
conditions specified below and as per the agreement to be 
executed. 

1. The incinerators shall meet the operating 
emission standards, as per MSW Rules. 

2. Height of the chimney shall be a minimum of 15m 
or more than 3m from the roof of the nearest 
high rise building, whichever is higher. 

3. Suitably designed pollution control devices shall 
be installed or retrofitted with the incinerator to 
achieve the emission limits, if necessary. 

4. Toxic metals in incineration ash shall be limited 
within the regulatory quantities as specified in the 
Hazardous Wastes (Management and Handling) 
Rules, 1989 as amended from time to time. 

5. The effluent from the scrubber unit shall be treated 
and disposed of safety as per MSW Rules. 
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Envelops containing the tenders shall be 
superscribed with No. B-978/14/THQHP. 

EMD—' 8,500 

Cost of tender form—' 1,500 + VAT 75. 

Last date and time of sale of tender form—5-2-2015, 
11 a. m. 

Last date and time of receipt of tender form— 
5-2-2015, 3 p. m. 

Date and time of opening tender—5-2-2015, 
4 p. m. 


The EMD should be submitted along with the tender 
in the form of D. D. drawn in favour of the 
Superintendent, Taluk Hospital, Pampady payable at 
Pampady. More details regarding the tender can be 
obtained from the office of the Superintendent, THQH 
Pampady during office hours. 

All right to reject, cancel and finalized the tender 
rests with the Superintendent. 

Taluk Head Quarters Hospital, (Sd.) 

Pampady. Superintendent. 
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